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Message Text 



UNCLASSIFIED 

PAGE 01 BEIRUT 10942 101707Z 
67 

ACTION NEA-09 

INFO OCT-01 ISO-OO OC-06 CCO-OO SIG-04 ABF-01 RSC-01 DRC-01 
/023 W 

090025 

R 101628Z SEP 74 
FM AMEMBASSY BEIRUT 
TO SECSTATE WASHDC 213 

UNCLAS BEIRUT 10942 

FOR NEA/EX JONES 

E.O. 11652: N/A 
TAGS: AFSP. ACOM.IZ 

SUBJECT: BAGHDAD REQUEST FOR TELEX INSTALLATION 

REF: BAGHDAD 584, JONES/MILLS TELCOM SEPT. 10 

FOLLOWING IS INFORMATION REQUESTED IN CONNECTION 
STUDY TELEX INSTALLATION FOR BAGHDAD: 

A. LOCAL BEIRUT COSTS WOULD BE LL3.000 ($1,334) 

PER YEAR FOR RENTAL EQUIPMENT PLUS LL370 ($165) FOR 
ONE-TIME INSTALLATION EQUIPEMENT IMMEDIATLEY AVAILABLE. 

B. PPT INVOICE NOT YET RECIVED FOR LAST FOUR 
MONTHS FY-74. HOWEVER, FOR 12-MONTHS PERIOD MARCH 1, 

1973 THROUGH FEBRUARY 28, 1974 TOTAL WAS LL14,701 

OR $6,535. THIS CHARGED TO BAGHDAD S&E OPERATING 
ALLOWANCE 4432. 

GODLEY 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 SEP 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974BEIRUT10942 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740252-0342 
From: BEIRUT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9740961 /aaaabzof. tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: BAGHDAD 584, JONES/MILLS TELCOM SEPT, . 10 

Review Action: RELEASED, APPROVED 

Review Authority: moorthsk 

Review Comment: n/a 

Review Content Flags: 

Review Date: 14 JUN 2005 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 MAR 2002 by maustmo; APPROVED <30 JAN 2003 by smithrj>; WITHDRAWN <13 Jun 2005 by BoyleJA, 
PRIVACY>; RELEASED <14 JUN 2005 by oatisao>; APPROVED <1 6 JUN 2005 by moorthsk> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: BAGHDAD REQUEST FOR TELEX INSTALLATION 
TAGS: AFSP, ACOM, IZ 
To: STATE 
Type: TE 
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